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- REMARKS... 
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1. The pump station is 500 fcet northwest of. the HACLSNT reil- 
road station, 160 feet east of the railroad line. the - 
station is on the PAUREI~TANDAREI-PITUSTI railroad line. 


2, the pump station is built exactly like tae FPAUREI station. . ; 


ae ‘the pump station building covers an area 60 x 26 x 20 feet;. 
it has two piston pumps (Worthington system) and its output 
ig 200 tons in 24 hours. 


be The workshop building, 45 x 20 x 20 feet, is used for 
repairs on tie pipe line system and valve repairs. 


. x26 
eo. boiler house, ache 16 feet, was still under construction 
in the Fall of 1948. 


d, fhe refinery was under construction in the Fall of 1948. — 


e. Four tanks with a volumetric capacity of 1,000 cubic 
meters each, were lined at 82-foot intervals. Three tanks 
with a volumetric capacity of 2,200 cubic meters each were 
in a line at 82 foot intervals. 


f. Loading ramp, 500 feet lony. Ten tank cars can be filled 
simultaneously. (see Annex). ; 
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This pump station is an installafion of the BAICOI=}BUGAU- 
Q2RNA VODA = CUNLZANZA pipe line=. It is 125 miles frop 
BACOL, the initial station of the pipe line, and-—t< j 

from CJUSTANZA, the terminal station. 


1 Annex: HAGI“NI Pump Station 
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